





INDEX 


TO GENERAL RADIO EXPERIMENTER 
Volumes VI and VII, June, 1931, through May, 1933 


INDEX BY TITLE 


Airplane Beacons (July, 1931) 

Amateur, A Combination Monitor and Fre- 
quency Meter for the (January, 1933) 

Amateur Crystal Holder (September, 1932) 

Amateur Phone, 100% Modulation for the 
(M. C. Hobart: February, 1932) 

Amateur Phone Transmitters, The “Class B” 
Modulator for (January, 1932) 

Amplifier, A Booster, for 500-Ohm Lines 
(H. H. Scott: September, 1932) 

Amplifier, A Stable Laboratory (C. T. 
Burke: October, 1931) 

An A-C Power Supply for Broadcast Fre- 
quency Monitors (April-May, 1933) 

An Output Transformer for the New 2A3 
Tubes (H. H. Scott: April-May, 1933) 


\ Assembly Line, Testing Radio Receivers on 
\. the (A. E. Thiessen: April, 1932) 


Automotive Research (Chrysler), Using the 
Edgerton Stroboscope in (April-May, 
1933) 


Auto Show, The Edgerton Stroboscope at 
the New York (February, 1933) 


Band-Spread Condenser, A Two-Section 
(April-May, 1933) 


Beacons, Airplane (July, 1931) 


Beat-Frequency Oscillator, A New (C. T. 
Burke: May, 1932) 


Best Sellers (July, 1931) 


Booster Amplifier for 500-Ohm Lines, A (H. 
H. Scott: September, 1932) 

Bridge, A Universal (R. F. Field: January, 
1932) 


Bridge Measurements at High Frequencies 
(October, 1932) 


Bridge Measurements, Eliminating Har- 
monics in (R. F. Field: December, 1931) 
Bridge Measurements, Variable Inductors 

for (C. T. Burke: June, 1932) 

Bridge Methods for Measurements at Radio 
Frequencies (C. T. Burke: July, 1932) 
Bridge, The Skeleton-Type Impedance (R. 

F. Field: April-May, 1933) 


Bridge, Type 216 Capacity (September, 
1931) 

Bridge-Type Frequency Meter, A (R. F. 
Field: November, 1931) 

Bridge Work (July, 1931) 


Broadcast Frequency Monitors, An A-C 
Power Supply for (April-May, 1933) 


C, R, and L, The Convenient Measurement 
of (R. F. Field: April-May, 1933) 


Calibrated Voltage Divider, The (J. D. 
Crawford: July, 1931) 


Camera Oscillograph, A Self-Developing (H. 
H. Scott: January, 1932) 
Capacity Bridge, Type 216 

1931) 


Cathode-Ray Oscillograph, A Linear Time 
Axis for the (H. H. Scott: May, 1932) 


Cathode-Ray Oscillograph, Waveform Stud- 
ies with the (H. H. Scott: June, 1932) 


Characteristics, Frequency (R. F. Field: Feb- 
ruary, 1932) 


Chronograph, Some Uses for a Precision (H. 
W. Lamson: September, 1931) 


“Class B” Modulator for Amateur Phone 
Transmitters, The (January, 1932) 


Coil Form, A New (January, 1933) 


Combination Monitor and Frequency Meter 
for the Amateur, A (January, 1933) 


(H. H. 


(September, 


Commercial Noise Measurement 
Scott: March, 1933) 


Condenser, A High-Voltage Two-Section 
(March, 1933) 

Condenser, A Two-Section Band-Spread 
(April-May, 1933) 

Condensers, Recent Developments in Mica 
(A. E. Thiessen: January, 1933) 

Control in Voice Circuits, Volume (A. E. 
Thiessen: June, 1931) 

Controls for Dynamic and Ribbon Micro- 
phones, Mixer (A. E. Thiessen: February, 
1933) 

Crystal Holder, Amateur (September, 1932) 


Crystal, Leaning More Heavily on the (J. D. 
Crawford: April, 1932) 








(H. H. 


Decade-Switch Units, Convenient 
Scott: December, 1931) 

Developments in Mica Condensers, Recent 
(A. E. Thiessen: January, 1933) 

Developments, Miscellaneous Recent (May, 
1932) 

Deviation Indicator for Transmitters, A Fre- 
quency (January, 1932) 

Dial Plates (April-May, 1933) 

Dials, New Precision (January, 1933) 

Direct Measurements of Harmonic Distor- 
tion (W. N. Tuttle: November, 1931) 

Direct-Reading Meter for Power and Im- 
pedance Measurements, A (November, 
1932) 

Distance, The Possibility of Using a Stand- 
ard-Frequency Assembly to Measure (J. 
D. Crawford: March, 1932) 

Distortion, 
monic (W. N. Tuttle: November, 1931) 

Duplex Siphon Recorder, A (H. W. Lam- 
son: February, 1932) 

Dynamic and Ribbon Microphones, Mixer 
Controls for (A. E. Thiessen: February, 
1933) 

Edgerton Stroboscope at the New York Auto 
Show, The (February, 1933) 

Edgerton Stroboscope in Automotive Re- 
search (Chrysler), Using the (April-May, 
1933) 

Eliminating Harmonics in Bridge Measure- 
ments (R. F. Field: December, 1931) 

Experiment, The Michelson Velocity of 
Light (E. C. Nichols, Department of In- 
strument Design, Mount Wilson Observa- 
tory: March, 1932) 

500-Ohm Lines, A Booster Amplifier for 
(H. H. Scott: September, 1932) 

Five-Meter Transmitter, A (R. L. Tedesco: 
October, 1931) 

Frequency Characteristics (R. F. Field: Feb- 
ruary, 1932) 

Frequency Deviation Indicator for Trans- 
mitters, A (January, 1932) 

Frequency Meter, A Bridge-Type (R. F. 
Field: November, 1931) 

Frequency Meter for the Amateur, A Combi- 
nation Monitor and (January, 1933) 

Frequency Stability with the Screen-Grid 
Tube (C. E. Worthen: August, 1932) 

Gain Control, A 200,000-Ohm (A. E. Thies- 
sen: May, 1932) 

Generator for the New Receiver Tests, A 
(A, E. Thiessen: November, 1932) 


Direct Measurements of Har- 


Grounds, Wagner (September, 1931) 


Harmonic Distortion, Direct Measurements 
of (W. N. Tuttle: November, 1931) 


Harmonics in Bridge Measurements, Elimi- 
nating (R. F. Field: December, 1931) 

Heterodyne, A Laboratory (October, 1932) 

Heterodyne-Frequency Meter, A Portable 
(August, 1932) 

High Frequencies, Bridge Measurements at 
(October, 1932) 

High-Frequency Bands, Receiver Testing in 
the Ultra (E. Karplus: February, 1933) 

High-Voltage Two-Section Condenser, A 
(March, 1933) 

Holder, Amateur Crystal (September, 1932) 

Impedance Bridge, The Skeleton-Type (R. 
F. Field: April-May, 1933) 

Impedance Measurements, A Direct-Reading 
Meter for Power and (November, 1932) 
Inductors for Bridge Measurements, Vari- 

able (C. T. Burke: June, 1932) 

Inexpensive Noise-Measuring Equipment (H. 
H. Scott: September, 1932) 

Instruments, New Measuring (May, 1932) 

Insulator Assemblies, New Porcelain (Feb- 
ruary, 1933) 

Intensity Measurements with a Vacuum-Tube 
Oscillator, Pitch and (A. E. Thiessen: 
April-May, 1933) 

Jacks, Large Size Plugs and (April-May, 
1933) 

Judging Meters (July, 1931) 

Laboratory Heterodyne, A (October, 1932) 

Large Size Plugs and Jacks (April-May, 
1933) 

Leaning More Heavily on the Crystal (J. D. 
Crawford: April, 1932) 

Light Experiment, The Michelson Velocity 
of (E. C. Nichols, Department of Instru- 
ment Design, Mount Wilson Observatory: 
March, 1932) 

Linear Time Axis for the Cathode-Ray Os- 
cillograph, A (H. H. Scott: May, 1932) 
Linearly Modulated Oscillator, A (L. B. Ar- 

guimbau: August, 1931) 

Manual Recorder, A (H. S. Wilkins: De- 
cember, 1931) : 

Measurement, Commercial Noise (H. H. 


Scott: March, 1933) 


Measurement of C, R, and L, The Conven- 
ient (R. F. Field: April-May, 1933) 


Measurements, A Bridge for Vacuum-Tube 
(W. N. Tuttle: May, 1932) 




















Measurements, A Direct-Reading Meter for 
Power and Impedance (November, 1932) 
Measurements at Radio Frequencies, Bridge 
Methods for (C. T. Burke: July, 1932) 
Measurements, Bridge at High Frequencies 

(October, 1932) 

Measurements, Eliminating Harmonics in 
Bridge (R. F. Field: December, 1931) 

Measurements of Harmonic Distortion, Di- 
rect (W. N. Tuttle: November, 1931) 

Measurements, Telephone Transmission (A. 
E. Thiessen: August, 1932) 

Measurements with a Vacuum-Tube Oscilla- 
tor, Pitch and Intensity (A. E. Thiessen: 
April-May, 1933) 

Measuring Instruments, New (May, 1932) 

Measuring Pentodes with the Mutual-Con- 
ductance Meter (H. H. Dawes: July, 1932) 

Meter, A Bridge-Type Frequency (R. F. 
Field: November, 1931) 

Meter, A Portable Heterodyne-Frequency 
(August, 1932) 

Meter for Power and Impedance Measure- 
ments, A _ Direct-Reading (November, 
1932) 

Meter with a Wide Impedance Range, A 
Power (J. D. Crawford: May, 1932) 

Meters, Judging (July, 1931) 

Mica Condensers, Recent Developments in 
(A. E. Thiessen: January, 1933) 

Michelson Velocity of Light Experiment, 
The (E. C. Nichols, Department of Instru- 
ment Design, Mount Wilson Observatory: 
March, 1932) 

Microphones, Mixer Controls for Dynamic 
and Ribbon (A. E. Thiessen: February, 
1933) 

Miscellaneous Recent Developments 
(May, 1932) 

Mixer Circuits That Work (H. H. Scott: 
March, 1933) 

Mixer Controls for Dynamic and Ribbon 
Microphones (A. E. Thiessen: February, 
1933) 

Modulated Oscillator, A Linearly (L. B. 
Arguimbau: August, 1931) 


Modulated Oscillator: A Radio-Frequency 
Oscillator for the Laboratory (October, 
1932) 


Modulation for the Amateur Phone, 100% 
(M. C. Hobart: February, 1932) 


Modulator for Amateur Phone Transmitters, 
The “Class B” (January, 1932) 


Monitor and Frequency Meter for the Ama- 
teur, A Combination (January, 1933) 


Monitors, An A-C Power Supply for Broad- 


cast Frequency (April-May, 1933) 
Mounted Rheostat-Potentiometers 
May, 1933) 
Mutual-Conductance Meter, Measuring Pen- 
todes with the (H. H. Dawes: July, 1932) 
New Beat-Frequency Oscillator, A (C. T. 
Burke: May, 1932) 

New Coil Form, A (January, 1933) 

New Measuring Instruments (May, 1932) 

New Plug Group, A (October, 1932) 

New Plug Group, A (November, 1932) 

New Porcelain Insulator Assemblies (Feb- 
ruary, 1933) 

New Potentiometers, Two (March, 1932) 

New Precision Dials (January, 1933) 

New’ Rheostat-Potentiometers for Heavy 
Duty Service, Two (February, 1933) 

New 2A3 Tubes, An Output Transformer for 
the (H. H. Scott: April-May, 1933) 

New York Auto Show, The Edgerton Strob- 
oscope at the (February, 1933) 

Noise Measurement, Commercial (H. H. 
Scott: March, 1933) 

Noise-Measuring Equipment, Inexpensive 
(H. H. Scott: September, 1932) 

100% Modulation for the Amateur Phone 
(M. C. Hobart: February, 1932) 

Oscillator, A Linearly-Modulated (L. B. Ar- 
guimbau: August, 1931) 

Oscillator, A New Beat-Frequency (C. T. 
Burke: May, 1932) 

Oscillator for the Laboratory, A Radio-Fre- 
quency (October, 1932) 

Oscillator of Improved Stability, A Piezo- 
Electric (J. K. Clapp: December, 1931) 
Oscillator, Pitch and Intensity Measurements 
with a Vacuum-Tube (A. E. Thiessen: 

April-May, 1933) 

Oscillograph, A Linear Time Axis for the 
Cathode-Ray (H. H. Scott: May, 1932) 
Oscillograph, A Self-Developing Camera (H. 

H. Scott: January, 1932) 
Oscillograph, Waveform Studies with the 
Cathode-Ray (H. H. Scott: June, 1932) 
Output Transformer for the New 2A3 Tubes, 
An (H. H. Scott: April-May, 1933) 

Pentodes with the Mutual-Conductance Me- 
ter, Measuring (H. H. Dawes: July, 1932) 

Phone, 100% Modulation for the Amateur 
(M. C. Hobart: February, 1932) 

Phone Transmitters, The “Class B” Modula- 
tor for Amateur (January, 1932) 

Piezo-Electric Oscillator Circuit, A New (J. 
D. Crawford: April, 1932) 

Piezo-Electric Oscillator of Improved Stabil- 
ity, A (J. K. Clapp: December, 1931) 


(April- 








Pitch and Intensity Measurements with a 
Vacuum-Tube Oscillator (A. E. Thiessen: 
April-May, 1933) 

Plates, Dial (April-May, 1933) 

Plug Group, A New (October, 1932) 

Plug Group, A New (November, 1932) 

Plugs and Jacks, Large Size (April-May, 
1932) 

Porcelain Insulator Assemblies, New (Feb- 
ruary, 1933) 

Portable Heterodyne-Frequency Meter, A 
(August, 1932) 

Potentiometers, Two New (March, 1932) 
Power and Impedance Measurements, A Di- 
rect-Reading Meter for (November 1932) 
Power Meter with a Wide Impedance Range 

A (J. D. Crawford: May, 1932) 

Power Supply for Broadcast Frequency 
Monitors, An A-C (April-May, 1933) 

Precision and Speed with the New Standard: 
Signal Generator (July, 1931) 

Precision Chronograph, Some Uses for a 
(H. W. Lamson: September, 1931) 

Precision Dials, New (January, 1933) | 

Precision Resistors with a High Power 
Rating (April-May, 1933) 

Racks, Standard Relay (September, 1932) 

Radio Frequencies, Bridge Methods for 
Measurements at (C. T. Burke: July, 1932) 

Radio-Frequency Oscillator for the Labora- 
tory, A (October, 1932) 

Radio Receivers on the Assembly Line, Test- 
ing (A. E. Thiessen: April, 1932) 

Radio, What’s New in (C. T. Burke: July, 
1931) 

Receiver Testing in the Ultra High-Fre- 
quency Bands (E. Karplus: February, 
1933) 

Receiver Tests, A Signal Generator for the 
New (A. E. Thiessen: November, 1932) 
Receivers on the Assembly Line, Testing 

Radio (A. E. Thiessen: April, 1932) 

Recent Developments in Mica Condensers 
(A. E. Thiessen: January, 1933) 

Recent Developments, Miscellaneous (May, 
1932) 

Recorder, A Duplex Siphon (H. W. Lam- 
son: February, 1932) 

Recorder, A Manual (H. S. Wilkins: De- 
cember, 1931) 

Relay Racks, Standard (September, 1932) 

Research (Chrysler), Using the Edgerton 
Stroboscope in (April-May, 1933) 

Resistance Boxes (November, 1931) 

Resistors with a High Power Rating, Pre- 
cision (April-May, 1933) 


Rheostat-Potentiometers for Heavy Duty 
Service, Two New (February, 1933) 

Rheostat-Potentiometers, Mounted (April- 
May, 1933) 

Ribbon Microphones, Mixer Controls for 
Dynamic and (A. E. Thiessen: February, 
1933) 

Screen-Grid Tube, Frequency Stability with 
the (C. E. Worthen: August, 1932) 

Self-Developing Camera Oscillograph, A (H. 
H. Scott: January, 1932) 

Signal Generator for the New Receiver 
Tests, A (A. E. Thiessen: November, 
1932) 

Simple Tube Test (July, 1931) 

Siphon Recorder, A Duplex (H. W. Lamson: 
February, 1932) 

Skeleton-Type Impedance Bridge, The (R. 
F. Field: April-May, 1933) 

Some Uses for a Precision Chronograph (H. 
W. Lamson: September, 1931) 

Speed with the New Standard-Signal Gener- 
ator, Precision and (July, 1931) 

Speeding Up the Standard-Signal Genera- 
tor (J. D. Crawford: August, 1931) 

Stable Laboratory Amplifier, A (C.F. 
Burke: October, 1931) 

Stability, A Piezo-Electric Oscillator of Im- 
proved (J. K. Clapp: December, 1931) 
Stability with the Screen-Grid Tube, Fre- 
quency (C. E. Worthen: August, 1932) 
Standard-Frequency Assembly to Measure 
Distance, The Possibility of Using a (J. 

D. Crawford: March, 1932) 

Standard Relay Racks (September, 1932) 
Standard-Signal Generator for the Medium 
Price Field, A (C. T. Burke: May, 1932) 
Standard-Signal Generator, Speeding Up the 

(J. D. Crawford: August, 1931) 

Stroboscope, The (H. W. Lamson: Decem- 
ber, 1932) 

Stroboscope at the New York Auto Show, 
The Edgerton (February, 1933) 

Stroboscope in Automotive Research (Chrys: 
ler), Using the Edgerton (April-May, 
1933) 

Telephone Transmission Measurements (A. 
E. Thiessen: August, 1932) 

Thermocouples (September, 1931) 

Thermocouples (H. W. Lamson: October, 
1931) 

Time Axis for the Cathode-Ray Oscillo- 
graph, A Linear (H. H. Scott: May, 1932) 

Transformer for the New 2A3 Tubes, An 
Output (H. H. Scott: April-May, 1933) 

Transformer, Voltage-Regulator (April-May, 
1933) 








Transmission Measurements, Telephone (A. 
E. Thiessen: August, 1932) 

Transmitter, A Five-Meter (R. L. Tedesco: 
October, 1931) 

Transmitters, A Frequency Deviation Indi- 
cator for (January, 1932) 

Transmitters, The “Class B” Modulator for 
Amateur Phone (January, 1932) 

Tube Test, Simple (July, 1931) 

Tubes, An Output Transformer for the New 
2A3 (H. H. Scott: April-May, 1933) 

Two New Potentiometers (March, 1932) 

Two New Rheostat-Potentiometers for Heavy 
Duty Service (February, 1933) 

Two-Section Band-Spread Condenser, A 
(April-May, 1933) 

Two-Section Condenser, A High-Voltage 
(March, 1933) 

2A3 Tubes, An Output Transformer for the 
New (H. H. Scott: April-May, 1933) 

200,000-Ohm Gain Control, A (A. E. Thies- 
sen: May, 1932) 

Ultra High-Frequency Bands, Receiver Test- 
ing in the (E. Karplus: February, 1933) 
Universal Bridge, A (R. F. Field: January, 

1932) 

Uses for a Precision Chronograph, Some 
(H. W. Lamson: September, 1931) 

Using a Standard-Frequency Assembly to 
Measure Distance, The Possibility of (J. 
D. Crawford: March, 1932) 

Using the Edgerton Stroboscope in Automo- 
tive Research (Chrysler) (April-May, 
1933) 

Vacuum-Tube Measurements, A Bridge for 
(W. N. Tuttle: May, 1932) 


Vacuum-Tube Oscillator, Pitch and Inten- 
sity Measurements with a (A. E. Thiessen: 
April-May, 1933) 

Vacuum-Tube Voltmeter, A (H. W. Lamson: 
November, 1931) 

Variable Inductors for Bridge Measurements 
(C. T. Burke: June, 1932) 

Velocity of Light Experiment, The Michel- 
son (E. C. Nichols, Department of Instru- 
ment Design, Mount Wilson Observatory: 
March, 1932) 

Voice Circuits, Volume Control in (A. E. 
Thiessen: June, 1931) 

Voltage Divider, The 
Crawford: July, 1931) 

Voltage Regulator Transformer (April-May, 
1933) 

Voltmeter, A Vacuum-Tube (H. W. Lam- 
son: November, 1931) 

Volume Control in Voice Circuits (A. E. 
Thiessen: June, 1931) 

Wagner Grounds (September, 1931) 
Waveform Studies with the Cathode-Ray 
Oscillograph (H. H. Scott: June, 1932) 
Wavemeter, A General-Purpose (October, 

1931) 

Wavemeter for the 1-15 Meter Band, A (E. 
Karplus: November, 1931) 

Wavemeter Yields, The (C. E. Worthen: 
October, 1932) 

Wavemeters (September, 1931) 

We'll See You in Chicago May 23-26 
(April, 1932) 

What’s New in Radio (C. T. Burke: July, 
1931) 

Wide Impedance Range, A Power Meter 
with a (J. D. Crawford: May, 1932) 


Calibrated (J. D. 


INDEX BY TYPE NUMBER 


107-M Variable Inductor 
Variable Inductors for Bridge Measure- 
ments (C. T. Burke: June, 1932) 
193-P1 Wagner Ground 
Wagner Grounds (September, 1931) 
213-B Audio Oscillator 
Telephone Transmission Measurements 
(A. E. Thiessen: August, 1932) 
260 Insulator 
New Porcelain Insulator Assemblies 
(February, 1933) 
292-A Transformer 
The “Class B” Modulator for Amateur 
Phone Transmitters (January, 1932) 
293-A Universal Bridge 
A Universal Bridge (R. F. Field: Janu- 
ary, 1932) 
314 Potentiometers 
Two New Potentiometers (March, 1932) 


318-A Dial Plates 
Dial Plates (April-May, 1933) 
330 Filter Sections 
Eliminating Harmonics in Bridge Meas- 
urements (R. F. Field: December, 1931) 
333 Rheostat-Potentiometers 
Two New Rheostat-Potentiometers 
Heavy Duty Service (February, 1933) 
338-L String Oscillograph 
Some Uses for a Precision Chronograph 
(H. W. Lamson: September, 1931) 
345 Input Transformer 
Inexpensive Noise-Measuring Equipment 
(H. H. Scott: September, 1932) 
376-J Quartz Plate 
The Wavemeter Yields (C. E. Worthen: 
October, 1932) 
380 Decade Switches and Condensers 
Convenient Decade-Switch Units (H. H. 
Scott: December, 1931) 


for 








419-A Wavemeter 
A Wavemeter for the 1-15 Meter Band 
(E. Karplus: November, 1931) 

434-B Audio-Frequency Meter 
A Bridge-Type Frequency Meter (R. F. 
Field: November, 1931) 

440-R Transformer 
Voltage Regulator Transformer 
(April-May, 1933) 

443 Mutual-Conductance Meter 
Measuring Pentodes with the Mutual- 
Conductance Meter (H. H. Dawes: July, 
1932) 

456-A Duplex Siphon Recorder 
A Duplex Siphon Recorder (H. W. Lam- 
son: February, 1932) 

459-A Manual Recorder 
A Manual Recorder (H. S. Wilkins: De- 
cember, 1931) 

471 Potentiometers 
Two New Potentiometers (March, 1932) 

480 Relay Racks 
Standard Relay Racks (September, 1932) 
The Wavemeter Yields (C. E. Worthen: 
October, 1932) 

484-A Radio-Frequency Oscillator 
Bridge Measurements at High Frequencies 
(October, 1932) 
A Radio-Frequency Oscillator for the Lab- 
oratory (October, 1932) 

493 Thermocouples 
Thermocouples (H. W. Lamson: October, 
1931) 

505 Condenser 
Recent Developments in Mica Condensers 
(A. E. Thiessen: January, 1933) 

506 Sweep Circuit 
A Linear Time Axis for the Cathode-Ray 
Oscillograph (H. H. Scott: May, 1932) 

Waveform Studies with the Cathode-Ray Os- 
cillograph (H. H. Scott: June, 1932) 

510 Decade-Resistance Units 
Convenient Decade-Switch Units (H. H. 
Scott: December, 1931) 

514-A Amplifier 
A Stable Laboratory Amplifier (C. T. 
Burke: October, 1931) 

514-AM Amplifier 
Inexpensive Noise-Measuring Equipment 
(H. H. Scott: September, 1932) 

516-A Radio-Frequency Bridge 
Bridge Methods for Measurements at 
Radio Frequencies (C. T. Burke: July, 
1932) 
Bridge Measurements at High Frequen- 
cies (October, 1932) 

519-A Lens 
New Precision Dials (January, 1933) 

520-A Dial Lock 
New Precision Dials (January, 1933) 


522-A Dial Plates 
Dial Plates (April-May, 1933) 
523-A Dial Plates 
Dial Plates (April-May, 1933) 
525-L Resistor 
Precision Resistors with a High Power 
Rating (April-May, 1933) 
526 Rheostat-Potentiometers 
Mounted Rheostat-Potentiometers 
(April-May, 1933) 
529-B Attenuation Box 
Pitch and Intensity Measurements with a 
Vacuum-Tube Oscillator (A. E. Thiessen: 
April-May, 1933) 
531-A Power Supply 
An A-C Power Supply for Broadcast Fre- 
quency Monitors (April-May, 1933) 
533 Rheostat-Potentiometers 
Two New Rheostat-Potentiometers for 
Heavy Duty Service (February, 1933) 
535-A Frequency Meter-Monitor 
A Combination Monitor and Frequency 
Meter for the Amateur (January, 1933) 
536-A Distortion-Factor Meter 
Direct Measurements of Harmonic Dis- 
tortion (W. N. Tuttle: November, 1931) 
539-P Incremental-Pitch Condenser 
Pitch and Intensity Measurements with a 
Vacuum-Tube Oscillator (A. E. Thiessen: 
April-May, 1933) 
541 Transformer 
A Booster Amplifier for 500-Ohm Lines 
(H. H. Scott: September, 1932) 
An Output Transformer for the New 2A3 
Tubes (H. H. Scott: April-May, 1933) 
548-A Edgerton Stroboscope 
The Stroboscope (H. W. Lamson: Decem- 
ber, 1932) 
The Edgerton Stroboscope at the New 
York Auto Show (February, 1933) 
Using the Edgerton Stroboscope in Auto- 
motive Research (April-May, 1933) 
552 Volume Control 
Mixer Circuits That Work (H. H. Scott: 
March, 1933) 
554 Voltage Divider 
The Calibrated Voltage Divider (J. D. 
Crawford: July, 1931) 
559-A Noise Meter 
Commercial Noise Measurement (H. H. 
Scott: March, 1933) 
560-A Crystal Holder 
Amateur Crystal Holder (September, 1932) 
961-A Vacuum-Tube Bridge 
A Bridge for Vacuum-Tube Measurements 
(W. N. Tuttle: May, 1932) 
974 Wavemeter 
A General-Purpose Wavemeter (October, 
1931) 

















575 Piezo-Electric Oscillator 
A Frequency Deviation Indicator for 
Transmitters (January, 1932) 
A Piezo-Electric Oscillator of Improved 
Stability (J. K. Clapp: December, 1931) 
The Wavemeter Yields (C. E. Worthen: 
October, 1932) 


581-A Frequency Deviation Meter 
A Frequency Deviation Indicator for 
Transmitters (January, 1932) 


583-A Output Power Meter 
A Power Meter with a Wide Impedance 
Range (J. D. Crawford: May, 1932) 
A Direct-Reading Meter for Power and 
Impedance Measurements (November, 
1932) 


585 Transformer 
Mixer Circuits That Work (H. H. Scott: 
March, 1933) 


586 Power-Level Indicator 
Telephone Transmission Measurements 
(A. E. Thiessen: August, 1932) 
Inexpensive Noise-Measuring Equipment 
(H. H. Scott: September, 1932) 


592-A Maultivibrator 
The Wavemeter Yields (C. E. Worthen: 
October, 1932) 


600-A Standard-Signal Generator 
Precision and Speed with the New Stand- 
ard-Signal Generator (July, 1931) 
Speeding Up the Standard-Signal Genera- 
tor (J. D. Crawford: August, 1931) 
A Linearly Modulated Oscillator (L. B. 
Arguimbau: August, 1931) 

601-A Standard-Signal Generator 
Airplane Beacons (July, 1931) 
Testing Radio Receivers on the Assembly 
Line (A. E. Thiessen: April, 1932) 


602 Decade-Resistance Boxes 
Frequency Characteristics (R. F. Field: 
February, 1932) 


603-A Standard-Signal Generator 
A Standard-Signal Generator for the Me- 
dium Price Field (C. T. Burke: May, 
1932) 


A Signal Generator for the New Receiver 


Tests (A. E. Thiessen: November, 1932) 


604-B Test-Signal Generator 
Receiver Testing in the Ultra High-Fre- 


quency Bands (E. Karplus: February, 
1933) 


613-A Beat-Frequency Oscillator 
A New Beat-Frequency Oscillator (C. T. 
Burke: May, 1932) 
Pitch and Intensity Measurements with a 
Vacuum-Tube Oscillator (A. E. Thiessen: 
April-May, 1933) 


616-A Heterodyne Frequency Meter 
The Wavemeter Yields (C. E. Worthen: 
October, 1932) 


619-A Heterodyne Detector 
A Laboratory Heterodyne (October, 1932) 
625-A Bridge 
The Skeleton-Type Impedance Bridge (R. 
F. Field: April-May, 1933) 
626-A Vacuum-Tube Voltmeter 
A Vacuum-Tube Voltmeter (H. W. Lam- 
son: November, 1931) 


627-A Insulator 
New Porcelain Insulator Assemblies 
(February, 1933) 


628-A Insulator 
New Porcelain Insulator Assemblies 
(February, 1933) 


629-A Insulator 
New Porcelain Insulator Assemblies 
(February, 1933) 


630-A Insulator . 
New Porcelain Insulator Assemblies 
(February, 1933) 


639-A Variable Air Condenser 
A High-Voltage Two-Section Condenser 
(March, 1933) 


642-D Volume Control 
A 200,000-Ohm Gain Control (A. E. Thies- 
sen: May, 1932) 


650-A Impedance Bridge 
The Convenient Measurement of C, R, 
and L (R. F. Field: April-May, 1933) 


652 Volume Control 
Volume Control in Voice Circuits (A. E. 
Thiessen: June, 1931) 


653 Volume Controls 
Mixer Controls for Dynamic and Ribbon 
Microphones (A. E. Thiessen: February, 
1933) 
Mixer Circuits That Work (H. H. Scott: 
March, 1933) 


654-A Voltage Divider 
Miscellaneous Recent Developments 
(May, 1932) 


674 Plugs 
A New Plug Group (October, 1932) 
A New Plug Group (November, 1932) 
Large Size Plugs and Jacks (April-May, 
1933) 
677-U Coil Form 
New Coil Form (January, 1933) 
706-A Dial 
New Precision Dials (January, 1933) 
756-A Condenser 


A Two-Section Band-Spread Condenser 
(April-May, 1933) 





INDEX BY AUTHOR 


Arguimbau, L. B. 

A Linearly Modulated Oscillator 
(August, 1931) 

Burke, C. T. 

What’s New in Radio (July, 1931) 

A Stable Laboratory Amplifier (October, 
1931) 

A New Beat-Frequency Oscillator (May, 
1932) 

A Standard-Signal Generator for the Me- 
dium Price Field (May, 1932) 

Variable Inductors for Bridge Measure- 
ments (June, 1932) 

Bridge Methods for Measurements at 
Radio Frequencies (July, 1932) 

Clapp, J. K. 

A Piezo-Electric Oscillator of Improved 
Stability (December, 1931) 

Crawford, J. D. 

The Calibrated Voltage Divider (July, 
1931) 

Speeding Up the Standard-Signal Gener- 
ator (August, 1931) 

The Possibility of Using a Standard-Fre- 
quency Assembly to Measure Distance 
(March, 1932) 

Leaning More Heavily on the Crystal 


Thermocouples (October, 1931) 


A Vacuum-Tube Voltmeter (November, | 


1931) 

A Duplex Siphon Recorder (February, 
1932) 

The Stroboscope (December, 1932) 


Nichols, E. C. 


The Michelson Velocity of Light Experi- 
ment (March, 1932) 


Scott, H. H. 


Convenient Decade-Switch Units 
(December, 1931) 

A Self-Developing Camera Oscillograph 
(January, 1932) 

A Linear Time Axis for the Cathode-Ray 
Oscillograph (May, 1932) 

Waveform Studies with the Cathode-Ray 
Oscillograph (June, 1932) 

Inexpensive Noice-Measuring Equipment 
(September, 1932) 

A Booster Amplifier for 500-Ohm Lines 
(September, 1932) 

Mixer Circuits That Work (March, 1933) 


Commercial Noise Measurement (March, | 


1933) 
An Output Transformer for the New 2A3 
Tubes (April-May, 1933) 


Tedesco, R. L. 
A Five-Meter Transmitter (October, 1931) 


Thiessen, A. E. 


Volume Control in Voice Circuits 


(April, 1932) 
A Power Meter with a Wide Impedance 


Range (May, 1932) 
Dawes, H. H. 


Measuring Pentodes with the Mutual-Con- 
ductance Meter (July, 1932) 


Field, R. F. 

A Bridge-Type Frequency Meter 
(November, 1931) 

Eliminating Harmonics in Bridge Meas- 
urements (December, 1931) 

A Universal Bridge (January, 1932) 
Frequency Characteristics 

(February, 1932) 

The Convenient Measurement of C, R, 
and L (April-May, 1933) 

The Skeleton-Type Impedance Bridge 
(April-May, 1933) 

Hobart, M. C. 

100% Modulation for the Amateur Phone 
(February, 1932) 

Karplus, E. 

A Wavemeter for the 1-15 Meter Band 
(November, 1931) 


Receiver Testing in the Ultra High-Fre- 


quency Bands (February, 1933) 

Lamson, H. W. 

Some Uses for a Precision Chronograph 
(September, 1931) 


(June, 1931) 

Testing Radio Receivers on the Assembly 
Line (April, 1932) 

A 200,000-Ohm Gain Control (May, 1932) 
Telephone Transmission Measurements 
(August, 1932) 

A Signal Generator for the New Receiver 
Tests (November, 1932) 

Recent Developments in Mica Condensers 
(January, 1933) 

Mixer Controls for Dynamic and Ribbon 
Microphones (February, 1933) 

Pitch and Intensity Measurements with a 
Vacuum-Tube Oscillator (April-May, 1933) 


Tuttle, W. N. 


Direct Measurements of Harmonic Dis 
tortion (November, 1931) 

A Bridge for Vacuum-Tube Measurements 
(May, 1932) 


Wilkins, H. S. 


A Manual Recorder (December, 1931) 


Worthen, C. E. 


Frequency Stability with the Screen-Grid 
Tube (August, 1932) 
The Wavemeter Yields (October, 1932) 


ennTtg 
ve» 























